"~ Action packed 2 “4 plcufen, 



SxcitUuf where it 
counts- 

in the Gain l&x, 

• 25« 2 players) - 60« (4 players) 

• Competitive 2 Player Action 

• 19” Reliable Solid State Monitor 

• Solid State Mechanism 

• Appealing to Players of All Ages 

• Acceptable for All Types of Locations 

• Tamper-Proof Cash Box 

• Start Button Eliminates Instant Serve 
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DISTRIBUTED BY: 


TRENTON, NEW JERSEY 08< 
















